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Inspection Report 


C JB, CRFAT CATS WQRt P PARK, INC- 

Customer ID: 43034 


Certificate: 92-C-0144 


She" TRA 


C J?, CRFAT CAPS WORin PARK, IMC- 

BOX 1W2 

Type: ROJTINE INSPECTION 

CAVE JUNCTION. OR g75£3 

Dale: 2£ June £013 


Mo fKin-compliant items idenillied during this inspection. 

Exit interv^w conducted wilti facility representatiue. 

Inspection conducted al the Oolorado Renaissance Fesllval. Larkspur, CO. 


TRACT THOMPSON, D.V.M. 


By; 

TRACY A THOMPSON , D . V.M. USDA, APH IS, Animal Care 

Title; VETERINARY MEDICAL OFFICER Inspector 5&44 
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